LAMP-BLACK  CHAMBKKS.

15.1

In Fig, 54 a section through the lamp-black collector a is given,
and Fig. 55 .shown the arrangement of the earn n and the lifting
rod o.

The separate parts of the apparatus are as follow: The frame
AA, the cylinder B, the easing 0, the lamp-guard I), the stripper
E, the collecting funnel F, the gearing H, and the aspirator K.
The frame is composed of two strong cant-iron ends, connected
by the .screws a. In the bearings b and 61 rests the polished
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cylinder B with hollow trunnions, to one of which the worm
wheel e is fixed. This is geared with the endless screw d and
rotates the cylinder. Water flows from a reservoir through the
cylinder in the direction of the arrow and leaves the apparatus
warm. To determine exactly the flow of water necessary to keep
the cylinder cold enough a thermometer k is inserted at i. When
the lamps are burning the flow of water is regulated HO as to
keep k always at,the name temperature.

The number of lamps used depend on the size of the whole
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